ETag: "020ac25708cd56901a8800c1f2d005af"
authorization: LOW 3ozqvYVYZEAehk4f:REDACTED_BY_IA_S3
connection: TE, close
content-length: 572574
expect: 100-continue
host: s3.us.archive.org
te: deflate,gzip;q=0.3
user-agent: ias3upload/0.7.2
x-amz-auto-make-bucket: 1
x-archive-ignore-preexisting-bucket: 1
x-archive-meta-abstract: Generator columns packed with a solid support and loaded with a liquid organic phase make it possible to rapidly and conveniently equilibrate water with the organic phase. By coupling the generator column to an extractor column for high pressure liquid chromatographic analysis of the aqueous solution, errors from surface adsorption and loss to the atmosphere are avoided. Using this method, the mean values and confidence limits at a 95 percent confidence level of the aqueous solubility, S, and the octanol-water partition coefficient, P, of n-propylbenzene at 25 �C were found to be S = (4.32 � 0.02) X 10-4M and log P = 3.720 � 0.003.
x-archive-meta-cite: J. Res. Natl. Bur. Stand. Vol. 86, No. 4, p. 361
x-archive-meta-collection: NISTJournalofResearch
x-archive-meta-date: 1981
x-archive-meta-description: Journal of Research of the National Bureau of Standards
x-archive-meta-issue: 4
x-archive-meta-language: English
x-archive-meta-mediatype: texts
x-archive-meta-page: 361
x-archive-meta-publisher: National Institute of Standards and Technology
x-archive-meta-rights: The Journal of Research of the National Institute of Standards and Technology is a publication of the U.S. Government. The papers are in the public domain and are not subject to copyright in the United States. However, please pay special attention to the
x-archive-meta-title: Generator Columns and  High Pressure Liquid Chromatography for  Determining Aqueous Solubilities and  Octanol-Water Partition Coefficients of  Hydrophobic Substances
x-archive-meta-volume: 86
x-archive-meta01-creator: Devoe, H.
x-archive-meta01-subject: generator column
x-archive-meta02-creator: Miller, M.M.
x-archive-meta02-subject: hydrophobic
x-archive-meta03-creator: Wasik, S.P.
x-archive-meta03-subject: octanol
x-archive-meta04-subject: partition coefficient
x-archive-meta05-subject: propylbenzene
x-archive-meta06-subject: solubility
x-archive-meta07-subject: solute
x-archive-meta08-subject: water.
x-upload-date: 2012-01-05T16:21:21.000Z
